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BRONZE, IRON AND COPPER 

Fixtures, Brackets 

Lanterns, Floor, Table and Reading Lamps, Candlesticks, 

Floor and Aquarium Stands, 

Gates, Railings, 

Curtain Rods, Door Hinges, Etc. 
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inkamp & Bro., Architects. 




"^^all Mr and Mrs. W. O. Bradley, 
Far Hills Dr., Cincinnati. 




Second Floor of Krauss Radio Stores Inc 
Cincinnati, 0. The Liebold-Farrell 'Bldg 
to., BIdr, Kenny and Adams, Architects 
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If 7 if™ - 48 f ° /a; whole . len S th ^ wanted; 4 electric in top; 3 electric inside 
and 2 electric in bottom opening; made of iron and finished as wanted_.l $180 00 

t 1COQA c i Made of bronze metal $245.00 

Lme lantern on bracket; iron __ __$21000 

$285.00" 



Bronze 



L 
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Jo. 2028— Height without ball, 
59 in. ; 14 in. base. Without 
glass ball $100.00 



zozz 

No. 2022— Base, 10 in.; height 
without ball, 37 in.; without 
glass ball . $87.50 



No. 2029— Height without glass 
ball, base 14 in.; without glass 
ball $112.50 
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No. 3006— Backplate 8x12; extension llj£ 
in.; 6 in. fitter; without glass; not 
wired . $70.00 



I 





aaaa 
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No. 2025— Length without glass ball, 36 in. ; 
without glass balls;, not wired $175.00 



No. 2024 — Extension to center, 24 in. ; for 
glass ball, or to hang lantern on same ; 
not wired $145.00 
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No. 3010—14% in. length of lantern 50 iu.; 
including crackled glass; not wired -$187,50 
No. 2016 — Extension to center 11% in,; 
wallplate 8x12 ; without glass ball ; not 

wired $50.00 

No. 3003 — Extension to center, 12 in. ; 6 in. 
fitter ; without glass, not wired $30.00 
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No. . 2017— Extension to center ll 1 ^ in.; 6 
in. fitter; without glass ball; not 
wired - — $37.50 



No. 2019— Wallplate, 8x15; 6 in. fitter; ex- 
tension to center 11 in.; without glass 
ball; not wired $42.50 





No. 2020— Extension to center 9^4 in.; 6 in. 
fitter; without glass ball; not wired__$25.00 



No. 3009— Extension 6^ in. to center; 5 in. 
fitter; without glass ball; not wired— $37.50 



Page 14 




P- /00<f/ 



P-10039— For outside. About 7 to 8 ft. 

Height \y 2 in.; pipe, 6x8, cylinder. 

Black or verde green $50 00 

P-10041— One in. Pipe, 6x8 cylinder. Black 

or verde green $50.00 

P-10040-Height, 7 to 8 ft. or as wanted; 

l/ 2 in. pipe, 6x8 cylinder. Black or 

verde green $50.00 

All not wired. 
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No. 3005 — Ext. to center, 12 in.; lantern overall, 54 in.; 
diam., 16 in.; including crackled glass; not wired; black 
or verde green . $162.50 
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LB-1604— Height of Lantern. 48 in. from 
top to bottom; extends to the center 20 

in. Bronze and iron $187.50 

Solid bronze $275.00 

L- 1598— Lantern, 18x50; length, 60 in. over- 
all; bronze metal $245.00 

B-1598— Same lantern on bracket $325.00 





Ij-IS<i& 
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R/0006 



i^xouJulWDi 



p. 10006— Height to top of Fitter 
78 in. Base 15 in., diameter 
not wired $390.00 

P-10025— Height 56 in., Base 10J4 
in. Copper Lantern, Iron Post 
Black or Verde Green $125.00 

P-10O25B— 6 in. Fitter instead of 
lantern; height to top of Fitter 
48 in. ; glass not included $52.50 



P 10011 i s 

^liUtrnayjLj 

V' 

P/OOAs5--A 







flff i i i i i t\ttm 

P-10025A— Height 48 in. Copper 
Lantern $125.00 

P-10025C— Height to top of 5 in. 
Fitter 38 in. Glass not in- 
cluded $52.50 

P-10019— Height to top of Fitter 
108 in., diameter of base 19 in. 
Black or Verde Green, not 
wired - $150.00 
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F-4345— Length 50 in.; 10 Electric, spread 

28 in. Polychrome finish $150.00 

6 Light, spread 18 in $87 SO 
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No. F-4010— Length 50 in.; 
long spread 24 in.; wide 
spread 16 in. or can make 
any spread wanted. Spe- 
cify length wanted; scale 
% Ml size; 8 electric 
wired antique polychrome 
finish $140.00 




Page 21 






^ 



N=> 







B-2003A— Three Electric $20.00 

B-2003— 2 Lights $16.25 

B-2003^-Same 1 light; scale y A full size. 
1 $12.50 




B -2035— Black and gold, and polychrome 
finish, wired 3 electric 6 in. to center of 

outside light $18.75 

2 Electric $16.25 




B-2065— Exterior 6 in.; 2 electric wired_$21.25 
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No. L-1528^— Lantern 7x15*4 sprayed 
bronze finish, verde or black wired- $55.00 
Solid copper $70.00 



. q^^T^&sZ^ 

cox c»&f& sy/c/f-^/rrffj-sS s>y <s>/?<y& 

No. F-4026— Complete with glass; scale % 
wired $168.75 ' 
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F-4015 
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No. F-4013— 5 Electric wired; rich dark 
green, velour and gold cord and tassels; 
antique iron and rust finish gold high 

light — $71.25 

4 Electric 61.25 

6 Electric 81.25 

8 Electric; spread 24 in.; wired 100.00 

F-4013A — Same only drop lights; same 
prices. 




No. B-2021— 1 Electric wired S15.00 
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No. 448— Length 48 in.; 9 electric; diam- 
eter of ring 19 in.; wired black and gold; 
polychrome finish $95.00 

448A— Ring size 15 in.; 6 electric candle 
only 170.00 

448R— 8 Candle lights; ring 22 in.; spread 
27 in.; 4 drop lights $150.00 

448C^ candle lights; 4 drop lights; 18 in. 
spread to center of lights $87.50 



F-4011— 4 Lights $45.00 

3 Lights $37.50 

Scale Ya full size. 

State definite length wanted. 
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F-4286— 5 Electric wired; polychrome fin- 
ish ; spread 18 in. ; length 40 in $50.00 

F-4286A— 6 Electric; spread 24 in $65.00 

F-4286D— Same price for drop lights. 

F-4286F— Spread 30 in.; 8 Electric wired. 
$100.00 

B-2218— Spread 7Y 2 in. wired; finish same 
as fixture $21.50 

F-4336— Spread 9 in. ; length 30 in. ; wired ; 
finish same as fixture $27.50 

F-4336D— Same price for drop lights. 
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F-4328— 5 Electric on bottom; 3 electric 

above; wired; diameter 10 in.; height 

24 in.; length 40 in..; polychrome 

finish $75 00 

F-4327— Fixture diameter 16 in.; length 50 

in.; 3 electric $87.50 

F-4327A — 6 Electric polychrome finish; 

wired $98.50 

F-4292— Lantern 9^x21; 4 electric wired; 

old iron and polychrome finish $62.50 

F-4292A— 6 Electric $87.50 

F-4325— 6 Electric outside, 6 electric inside ; 

polychrome finish; wired; spread 26. 

in. $162.50 

F-4325A— 10 Electric outside, 8 inside; 

spread 30 in $190.00 

F-4326— Lantern 8x15; 3 electric wired; old 

toon and polychrome finish $78.75 



r-f3A7 





T-S3Z8 



F/3/?v5 
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469A 

No. 469A— Length 40 in.; spread 17 in.; 

circle 15 in. in diameter; wired $75.00 

Same only 6 electric $81.25 

No. 469—6 Electric fixture; spread center 

to center 18 in.; length 40 in.; wired__$81.25 

Same fixture, 5 electric $75 00 

No. 469M— 10 Electric; wired; spread 28 

in. $112 00 

No. 467— Wired, including 8x10 in. cylinder; 

length 36 in. $ 37 50 

B-324A— Bodyplate 11x7, Lantern 9x5, door 

on bottom $20 00 

R-323A— Bodyplate 11x7, Lantern 9x5, door 

on bottom $20.00 
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No. B-2118B— 1 Electric wired, no bulbs, 
Swedish iron, extension 4 in. $8.75 

B-2118A — 2 electric wired, Swedish iron, 
bulbs not included , $16.25 

F-4227— Length 40 in, spread center to 



center 20 in., Swedish iron, wired bulbs 

not included $45.00 

6 Electric $52.00 

F-4227A — Same price for drop lights. 

F-4227B— Ring, 28 in.; spread, 33 in.; 12 
electric wired $125.00 
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No. 424— Length, 40 in. ; spread, 18 in. ; ring, 
13 in.; wired $62 50 

No. 424A— Length, 40 in.; diameter of ring, 

13 in.; spread, 16 in.; wired $62 50 

424B— Spread, 25 in. ; 8 electric $87.50 




Page 31 



\V 

111- IU 

B-21S8— Extension 3y 2 in.; Swedish iron; 
wired; backplate 4^x9 — $10.00 

B-2158A— Extension 3^4 in.; backplate 
45^x9; Swedish iron finish; wired — $1875 

F-4228— Spread 18 in. ; length 40 in. ; Swed- 
ish iron finish; 5 electric wired $45.00 

F-4228— Spread 30 in. ; 10 electric $100.00 

F-431 7— Length 30 in. ; Swedish iron finish ; 
wired $17.00 



F^3/7 
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Y-J3S6 



No. F-4346— Length 40 in.; shade 16 in.; 
3 electric wired; old bronze finish; paint- 
ed or imitation bronze $66.25 

Old brass finish $72.50 

Glass, each extra $ 3.25 

F-4346A— Length 30 in. ; spread 8 in. ; finish 
as fixture; glass extra; wired $22.50 



B-2228A— Spread 8 in.; exte^'on 3 l / 2 in.; 

finish as fixture; glass extra; wired__$21.25 
B -2228— Extension 6 in.; wired; finish as 

sample ; glass extra 1 $14,50 

F-4346B— With rough hammered shade; 20 

in. diameter; wired; no glass $72.50 

Glass extra $3,25 
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R-2192— 1 fight; wired; backplatr 5x14 $10.00 
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B-2192A— 2 Electric; wired $13.75 

F-4093A— 5 Light ; 40 in. long ; spread cen- 
ter to center 18 in.; candles included. 

Mock Swedish finish; wired $32.50 

Not wired ■ 27.50 

Genuine Swedish finish; wired 35.00 

Not wired „ 30.00 

No. F-4093B— Same fixture for drop light; 
same prices. 
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13-2215 — Back plate 5x5; spread 7 in; ex- 
tension l l / 2 \ rusty iron; Swedish iron_$22.50 
Polychrome finish; wired 20.00 

F-4294— 5 Electric ; spread 19 in ; length 
40 in.; rusty iron or polychrome finish; 

wired $50.00 

Swedish iron finish 55.00 

F-4294H— 6 Electric; spread 24 in $75.00 

B-2215A — Extension 4 in.; rusty iron or 

polychrome finish; wired $11.25 

Swedish iron; wired $12.50 



F-4333— Spread 10 in.; length 30 in.; 2 elec- 
tee wired; finish same as fixture $22.50 

Swedish iron finish 23.75 

F-4333A— 3 Electric; same fixture $25.00 

Swedish iron $20.50 

Same fixture with oil pots as shown on 
page 33, if wanted; no glass; wired; 
same prices. 

Colonial glass, each $3.50 
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B-2202 — Extension 5 in, ; 1 electric wired; 
without glass $16,25 

F-4301 — Spread 18 in.; 4 electric wired; 
rusty iron or polychrome finish ; length 

40 in.; without glass; wired $50.00 

Swedish iron 55.00 



F-4301 A— 5 electric; no glass $62.50 

F-4323 — Length 30 in.; wired; without 

glass; finish same as fixture $18.75 

Colonial glass shades, each $3.50 
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LB-1515 — Length of lantern 19 in.; diam- 
eter 8 in. ; cxt. 8 in. ; complete length 34 
in. ; verde green, rusty iron or polychrome 
finish; wired $32.50 

L-1561— Length of Lantern including tassel 
19 in.; diameter 8 in.; complete length 



30 in.; verde green, rusty iron or poly- 
chrome finish ; wired $22 50 

B-2189 — Length of bracket 15 in. ; extension 
4y 2 in $20.00 

F-4168 — Length 30 in. ; verde green, rusty 
iron or polychrome finish $20.00 
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R-220O— Backplate 12x5; length from can- 
dlecup to bottom 14 in.; length from top 
of candle 17 in.; extension 3 l / 2 in.; finish 

same of fixture $21.25 

Swedish iron 22.50 

B-2200A — Extension 3y 2 in. ; length from top 
of candle 17 in. ; backplate 12x5 ; finish 

same as fixture ; wired $16.00 

Swedish iron finish 17.^0 

F-4300 — Length 40 in. ; spread 16 in. ; 
Rottenstone and polychrome, or rusty 
iron and polychrome finish; 4 Elec- 
tric 1 $53.75 

5 Electric 62.50 

6 Electric 73.75 

Swedish iron finish; 4 electric _$57.50 

5 Electric 65.75 

6 Electric 77.50 
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LB-1599— Length of lantern W/ 2 in.; dia- 
meter 7 in. ; extension 9 in. ; verde or 
black finish - $37.50 

LB-1587— Cylinder 4x8; extension 7 in.;^ 
length 14 in. ; black or verde green— $27.50 

LB -158754 — Same lantern on chain, 
wired $22.50 
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LB- 1598— Cylinder 7x5; length of lantern 
12 in.; diameter 7 l /2 in.; verde green, 

black or copper finish $20.00 

This does not include wiring; we charge 
40c each net for wiring. 

LB-1597— Cylinder 5x7; diameter top 14 in.; 
bottom 8 in.; length of lantern 15 in._$50.00 
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L-1562A— Lantern 6x8; length 36 in.; 1 ele 
trie wired $ 
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Nr> B-323 — Extension 3*4 in.; backplatc 
( S : ix12 in.; R. T. or Venetian glass; black 

or verde green . .« $18.00 




B-324 — Extension 4 in.; Lantern 6x8 in. ; 
door and glass in bottom; R. T. or Vene- 
tian glass; black or verde green ..$18.00 
Lantern not wired ; we charge 40c net for 
wiring each socket. 










B-341—BackplatC 4*4x11 in.; Swedish and 
rusty iron finish; wired $15.00 



B-342 — Backplate 4*4x11; exterior to center 
2 in. ; rusty iron, gold and polychrome 
fin ; sh; wired $13.75 
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2286 — Lantern 5x8 1 / 2 in.; length 30 in,; not 

wired , $21.25 

2286 — Same lantern on bracket, not wired ... $25,00 
Solid copper, not wired, net extra 2.00 



s*lr 




L-1506 — Gold crackled cylinder 4x6; verde 

green or black finish $25.00 

Lantern not wired; we charge 40c net 
for wiring each lantern. 



-Lantern, 8x12 in.; length 30 in.; not 

wired $35.00 

Solid copper, not wired, net extra 3.50 




■ 4057 — 6 electric wired; bronze 
and polychrome finish. . . .$62 50 
Same fixture for droplight, 6 
electric wired . .$62.50 
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LB-1603 — Square lantern; 8x12; verde green 

or black $45.00 

Same in copper, black or verde ; wired 55.00 

LB- 1602— Lantern 12 in. long; cylinder 4x8; 
extension to center 6 in. ; verde green or 

black ; not wired $20.00 

Copper .„___ $25.00 




LB-1592— Cylinder 4x8; extension S l / 2 ; 

verde green or black; wired $33.75 

Copper 40.00 

LB-1573 — Cylinder 4x2y 2 ; extension 4 in.; 

lantern 8 in. long; black or verde green; 

wired „„_-.__,_^ $25.00 
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456 — 2 Electric wired; polychrome finish; 
without bulbs ._: $20.00 




F-4018— Oakleaf design, polychrome finish; 

4 electric wired $27.50 

F-4018^2— Same fixture for droplight; 

wired $27.50 



456^> — Polychrome finish ; wired ; without 
bulbs — ' $15.00 
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B-2144 — Finish same as fixture; wired— $6.25 
F-4331— S Electric drop light; wired; poly- 
chrome finish; spread 14 in.; length 40 

in. $32.50 

F-4331^— 5 Electric candle light; poly- 
chrome finish; spread 14 in.; length 40 

in. $32.50 

B-2144A — Finish same as fixture; wired_$8.75 
F-4332— 2 Electric; spread 6^4 in.; diameter 
9 in. ; length 30 in. ; finish same as fixture ; 

wired $20.00 

3 Electric $2375 
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B-2193B— Extension A l / 2 in. backplate 10x5; 
Swedish iron $9.50 

B-2193C— Extension lower light 6*4 in.; 
upper light V/% in. ; backplate 10x5 ; Swed- 
ish iron finish > $13.75 

F-4298— Spread 11 in.; 30 in. long $25.00 

Swedish iron $26.25 

F-4297 A— Spread 17 in.; wired; no bulbs; 
Swedish iron; 36 in. long $37.50 
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S Lights 

F-4297— 5 Electric; spread 17 in.; Swedish 
iron finish; wired $37.50 

B-2193B— Extension A l A in.; backplate 10x5; 
Swedish iron finish; wired $9.50 

B-2193C— Extension 3^x6 T /4 in.; backplate 
10x5; Swedish iron finish; wired $13.75 



QS7£ A 



8572A — Floor Torchier; 2 electric wired; 

polychrome finish $32.50 

Write for Lamp Catalogue No. 24. 
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F-4239D— 5 Electric; close ceiling type; 
spread center to center 17 in. ; length 14 in. 

Mock Swedish finish; wired $25.00 

Not wired 21.00 

Genuine Swedish finish ; wired 27.00 

Not wired 23.00 




F-4239B— 5 light drop fixture ; length 40 in. 
overall; spread center to center of lights 
16 in.; wired; without bulbs; genuine 
Swedish iron finish $37.50 
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F-4255 — Five light fixture; wired; for can- 
dalite bulbs; mock Swedish iron fin- 
ish _. $62.50 

Candalite bulbs for same, each extra— $1.88 
F-4255 — Same only with fibre candles in- 
stead of the candalite bulb arrange- 
ment $62.50 

F-4255A— Same fixture for drop light $62.50 

B-2191— 2 Light; mock Swedish finish__$15.00 
B-2191A— 1 Light; mock Swedish finish_$10.00 
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F-4269A— I light; genuine Swedish finish; 
for candalite bulb; bulb not included; 
length 30 in $18.75 



*■ T--fA6<l- 




F-4269 — 1 light ; genuine Swedish finish ; in- 
cluding candle; length 30 in, $1875 

Candalite bulb extra, (specify if want- 
ed) $2.00 



F-43QG 




F-4306 — Spread 12 in. ; Swedish iron ; 
wired $22.50 
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F-4275 — Spread 17 in.; 5 electric; length 
36 in.; wired $37.50 

B-2193A— Extension 6^ and 3J4 in.; back- 
plate 10x5; wired $13.50 

Swedish iron finish $13.75 

B-2193— Extension Ay 2 in.; backplate 10x5; 

wired $9.00 

Swedish iron finish 9.50 

F-4298B— Length 30 in.; wired $14.00 

Swedish iron 15.00 

Candalite Bulbs, each $2.00 
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LB-1591— Length of lantern 22 in.; hea< 
14 in.; 1 electric wired; polychrome o 
mock Swedish iron finish $4C 

L-1580— Lantern 22x14; length 40 in.; 
electric wired ; polychrome or mod 
Swedish iron finish $3Q 

L-1579 — Lantern 16 in. long; 11 in. on to] 
with door; 1 electric wired $3( 
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No. 8032 — Height 63 in. ; amber crackled 
4x6 cylinder; polychrome finish; 
wired . .. $22.50 




&033 

No. 8033 — Height 63 in. ; amber crackled 
4x6 cylinder ; polychrome finish ; 

wired $22.50 

t 



No. 8061 — Height 60 in. ; glass lantern on 
top; polychrome finish _ $15.00 
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Write for Novelty and Lamp Catalogue No. 24 

6106 — Height 59 in.; polychrome finish; 

wired $12.50 

12 in. shade 1.25 

8573 — Height 20 in. with shield; verde green 

and polychrome finish; wired $12.50 

6104A — Height 60 in. with shield; verde 

green and polychrome finish; wired $15.00 



6104 — Height 58 in.; polychrome finish; 

wired $10,00 

8 in. shade 1.25 

6104B— Height 58 in.; polychrome finish; 

wired $10.00 

12 in. shade 1.25 

6102J — Height 60 in. ; Swedish iron finish ; 

wi r ed $10.00 

16 in. shade „_— — — — ,-, 5.00 
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F-4237B— Spread 19 in.; length 40 in.; 4 
electric wired; rusty iron and polychrome 

finish „ __$40.00 

Swedish iron 44.00 

r-4237E— 5 Elecctric $45.00 

Swedish iron 49.00 

F-4237F— 6 Electric $50.00 

Swedish iron ; 54.00 



'' in ii/|/ M 

B-2013A— Extension 3 l / 2 in.; wired; finish 

same as fixture $12.50 

Swedish iron 13.75 

F-4318— Spread 10 in.; length 30 in; wired; 

finish same as fixture $15.00 

Swedish iron 16.25 

B-2013 — Extension to center 3J4 in.; wired; 

finish same as fixture $8.75 

Swedish iron „ — _„ 9.50 
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F-4122 — 3 Electric; spread 7 in.; 
length 36 in.; rusty iron and 

polychrome finish $30.00 

Swedish iron 31.50 

F-4122A-—4 Electric; spread 8 in.; 
rusty iron and polychrome ; 

wired ,—$37.50 

Swedish iron finish 39.50 

F-4122B— 5 Electric ; spread 12 in. ; 
rusty iron and polychrome fin- 
ish; wired _$46.25 

Swedish iron 48.00 

F-4122C— 5 Electric ; spread 14 in. ; 
same price. 

F-4122D— 5 Electric; spread 16 in.; 
same price. 

F-4122E— 6 Electric ; spread 18 in. ; 
rusty iron and polychrome fin- 
ish; wired $50.00 

Swedish iron 52.50 




F-4264 — Spread M 1 /^ in. ; Swedish 
iron or rusty iron finish ; 

wired $17.50 

Genuine Swedish 18.50 
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F-4276 — Spread 13 in. ; length l l /i 
in ; 3 electric wired ; Swedish 

iron or rusty iron finish $21.25 

Genuine Swedish finish 22.50 

F-4276A— 2 electric $17.50 

Genuine Swedish finish 18.50 
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L- 1561 A— Length of lantern 19 in.; 
diameter 9 in.; complete length 
30 in.; wired; rusty iron fin- 
ish $24.50 
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3-2190— Backplate 12x5; extension 
4 in. ; rusty iron ; wired $20.00 
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B -2209 A— Length 12 in.; top 7y 2 ; bottom 
4M in.; gold crackled glass; flat against 
the wall; polychrome finish; wired — $18.75 

B-2205 — Length from top of candle 29 in.; 
spread 9 in. ; wired ; rusty and polychrome 
finish $37.50 

B-2187— Extension V/z in.; backplate 4x5 
in. ; rusty iron and polychrome finish ; 

wired $12.50 

Swedish iron 13.00 



B-A A 1 7 



B-2222— Backplate 4^x6^ in.; length 15 
in.; spread 7 in.; rusty iron and poly- 
chrome finish; wired $21.50 

Swedish iron 23.00 

B-2217 — Spread 18 in. ; extension 2> l / 2 in. ; 
backplate 16x5^4 in. ; rusty iron and poly- 
chrome finish; wired $21.50 

Swedish iron , $23.00 
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K-4266— Spread 19 in. ; length 40 in. ; 5 elec- 
tric; wired; rottenstone and polychrome 

or rusty iron and polychrome $50.00 

Swedish iron finish 52.50 

F-4266A — Same fixture for candle, same 
price. 

B-2213— Backplate 12x4^; extension 5 in.; 

wired $1 7.50 

Swedish iron finish 19 50 

B-2188A— Backplate 12x4^4; spread 8 in.; 

extension 5*4 ; wired — $27.50 

Swedish iron finish 30.00 

F-4268 — Length 10 in.; spread .6 in.; finish 

like fixture; wired $17.50 

Swedish iron finish 18.50 
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F-4289A— S electric; spread 18 in.; length 
40 in.; rusty iron and polychrome fin- 
ish „___$40.00 

Swedish iron finish 42.00 

F-4288A — Same fixture for candle ; same 
price. 

B-2198 — Backplate 9x4; finish same as fix- 
ture; wired $11.88 

Swedish iron finish 12,50 
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F-4288B— Spread 18 in. ; length 40 in. ; rusty 
iron and polychrome or rottenstone and 

polychrome finish; wired $40.00 

Swedish iron finish 42.00 

F-4289B— Same for drop light $40.00 

Swedish iron 42.00 

B-2197B — Finish same as fixture ; wired— $7.50 
Swedish iron 8.00 



F-4291A— 3 electric; wired; length 30 in.; 

same finish as fixture $28.75 

Swedish iron 30.20 

F-4290A— Same for candle $28.75 

Swedish iron finish 30.20 

B-2198B— 2 electric wired ; finish same as 

fixture; wired $11.88 

Swedish iron finish 12.50 
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F-42$7 A— Length 40 in.; spread 18 
in/; rottenstone and polychrome or 
rustv screen and polychrome finish; 

wired • $75.00 

Swedish iron finish 78.75 

B-2174A— -Length 20 in.; without can- 
dle ; tor candalite or fibre candle; 

finish same as fixture; wired $31.25 

Swedish iron finish 34.00 

B-2174B— Length 20 in.; for fibre 

candle or candalite ; wired $25.0C 

Swedish iron finish 26.5C 

F-4321— Length 30 in.; spread 8 in.; 
for candalite or fibre candle; finish 

same as fixture; wired $20.0C 

Swedish iron 21.5C 

Candalite bulbs, each $1.8* 
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F-4257— Length 40 in.; spread 18 in.; verde 
Kreen and polychrome finish; or rusty 

iron; candalite; 5 electric wired $75.00 

Swedish iron 78.75 

B-2176 — Finish same as fixture; wired for 

candalite or fibre candle $ 9.38 

•Swedish iron finish 10.00 

K-2175— Finish same as fixture; 2 electric 
wired for fibre candle or candalite__$18.75 
Swedish iron $20.00 

F-4320— Spread 8 in.; length 30 in.; finish 
same as fixture ; for fibre candle or canda- 
lite ; wired __ $20.00 

Swedish iron •____.. 22.00 

F-4257B — Same fixture for fibre candle; 
same price as F-4257. 

Candalite bulb, each — $1.88 
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B-2094 — 1 electric wired; extension 3^2 
in. $6.25 

B -2094^— 2 electric wired $8.75 

F-4173 — 5 electric wired ; spread 18 in. ; 
polychrome finish $25.00 

F-4173C — Same for candle ; same price. 

F-4173C — Spread 14 in.; length 36 in.; 
wired; polychrome finish; 3 electric__$21.25 

F-4173A— 2 electric $17.50 

F-4173D — Same for drop light, same price. 
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F-4274 — 5 electric; length 40 in.; spread 18 
in.; wired; without bulbs; rusty iron and 
polychrome or rottenstone and poly- 
chrome $33.75 

Swedish iron finish 35.00 

F-4274A — Same price for drop light. 

B-2184A— Finish same as fixture; wired_$8.75 
Swedish iron 9.38 

B-2184B— Finish same as fixture ; wired_$14.38 
Swedish iron 15.00 

F-4319 — Finish same as fixture; spread 10 
in.; length 30 in.; wired; without 

bulbs $20.00 

Swedish iron 21.25 
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B-2097A — Extension 3^ in.; length to top 

of candle 16 in.; wired $12,50 

Swedish iron finish 1375 

B-2097 — Length of bracket to top of candle 
16 in.; extension 4 in.; finish same as fix- 
ture ; wired $17.50 

Swedish iron 18.25 

F-4123— 5 electric; spread 18 in.; length 40 

in.; polychrome finish; wired $37.50 

Swedish iron finish $40.00 

F-4123D — Same for droplight; same price. 

F-4065--Spread 9% in.; length 36 in.; 4 

electric wired; polychrome finish $27.50 

Swedish iron finish 30.00 

F-4065C — Same for candle. 
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Xo. 426 — Length 40 in.; diameter of ring 
13 in. ; spread 18 in.; wired $80.00 

No. 378— Length 36 in.; height W/z in.; 
diameter 12 in. ; wired $37.50 

No. 379 — Length 36 in.; size of lantern 14 
in. long; diameter 7 in. . $45.00 
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F-4310— Length 40 in.; spread 18 in.; poly- 
chrome finish ; 5 electric ; wired $50.00 

F-4310A — Spread 24 in.; 6 electric 
wired $65.00 

B-2216 — Backplate 4^x9; extension 3 in.; 
spread 6^4 in.; wired; finish as 
sample $16.25 

B-2216A— Backplate 454x9; extension ty* 
in.; finish same as fixture; wired $11.25 

F-4335— Length 30 in. ; place 9x3*/£ ; 2 elec- 
tric wired ; finish same as fixture $18.00 

F-4335— 3 electric $21.25 
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F-4309— 5 electric wired; spread 17 in.; 
length 40 in. ; polychrome finish $45/00 

F-4309A— 8 electric; spread 24 in $65.00 

F-4309B— 6 electric; spread 20 in. $50.00 

B-2219— Backplate 4^4x9; extension 4 in.; 
wired; finish same as fixture $11.25 

B-2219A— Backplate 4^x9; finish as fix- 
ture; extension $y 2 in.; spread 6y 2 in.; 
wired $1725 

F-4337— Spread 9 in.; length 30 in.; finish 
same as fixture; wired; 2 electric $17.00 

F-4337A— 3 electric; wired _$21.25 
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F-4334—Diameter 15 in.; height 9 in.; 
length 30 in, ; verde green or old iron fin- 
ish ; 3 electric; wired $40.00 

F-4270 — 8 in. on top ; height 6 J / 2 in. ; 1 elec- 
tric ; bronze and polychrome finish $25.00 

L-1577 — Cylinder 5x7; bronze and poly- 
chrome finish; 1 electric; wired $20.00 

F-43 15— Length 12 in.; cylinder 5x7; old 
iron rust finish; 1 electric wired $30.00 

F-4262 — Cylinder 6x8; bronze and poly- 
chrome; 1 electric wired $17.50 
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F-4227E — Spread 22 in. ; length 50 in. ; 6 electric around 
1 electric in center; including 4x8 and 8x14 amber glass; 

wired; bronze finish $200.D0 

Solid bronze 1 275.00 

L-1521 — Lantern 12x30; length 40 in.; crackled glass; 

wired $ 62.50 

Copper _ 82.50 

Art glass 125.00 

L-1589 — Lantern 8x24 in. ; length 40 in. ; verde green ; black 

or rusty iron finish ; wired $75.00 

Bronze or copper 100.00 



L-1591 — Lantern 16x45; complete length 60 in.; bronze and 

polychrome $187.50 

Solid bronze; wired 225.00 

L- 1590— Lantern 19x6^_ ; cylinder 6x8; length 36 in.; wired; 

black or verde green $37.50 

Copper 41.50 

L-1547 — Lantern 14x38; complete length 40 in.; wired; 

verde green, black or rusty iron $105.00 

Copper 125.00 

Lantern 10x24 75.00 

Copper 90.00 

Lantern 10x20 60.00 

Copper 82.50 
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LB-1519 



2000— Height 24 in.; diameter 10 in.; 

iron $87.50 

Bronze metal $112.50 

2000A— On chain; iron $75 00 

2001— Height 14 in.; diameter 8 in.; 

iron $45.00 

Bronze metal 60.00 

2001A— On chain $45.00 

LB-1513 — Concealed wiring; black or verde 
green; crackled glass; scale % full 

size $50.00 

Solid copped, net extra 5.00 

LB-1519— Lantern 10j4x22^ in.; extension 

from wall 10 in. to center; iron $150.00 

Solid copper 200.00 

LB-1519— On chain; copper $150.00 

L-359— Length 36 in. ; 6 electric ; wired ; lan- 
tern 10^x24 $87.50 

B-359— Same on bracket $100.00 
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L-1581 — Lantern 24x9; 1 electric wired; bronze and poly- 
chrome finish; length 40 in. $78.00 

L-1585 — Lantern 12x32; 3 electric; wired; bronze and poly- 
chrome finish $100.00 

F-4076 — Lantern 16x7; 4 electric; rusty iron and poly- 
chrome ; wired $40.00 

5 electric 50.00 

F-4076A— 6 electric ; 16x8 .$62.50 

L-1595— Lantern 26x10; bronze and polychrome finish; 
length 50 in.; 1 electric wired $75.00 
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I' -4340— Lantern 13}4x40; spread of lights 16 in.; 12 elec- 
tric outside; 3 electric inside; wired; bronze $337.50 

F-4341— Lantern 10x27^; length 50 in.; 4 electric; wired; 
vorde green and polychrome finish $75.00 

B-2223— Length to top of candle 24 in.; 1 electric wired; 
polychrome finish $30.00 

B-2223 A— 2 electric wired $3375 
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L-1584— Lantern 10x28^; bronze fin- 
ish ; complete length 50 in $150.00 



F-4225— Lantern 6x21 in.; length 40 in.; 
bronze or verde green finish; wired $80.00 




Iri r-WZ5 



L- 1546— Diameter 13 in. ; length 23 in. ; com- 
plete length 40 in.; polychrome finish; 
amber glass $187.50 
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L-1575 — Diameter 20 in.; length of lantern 21 in.; verde 

green, black or old iron finish $87.50 

L-1575A— Same lantern 15^4x14 in.; length; 30 in $75.00 

B-1575A — Same lantern on bracket; wired $90.00 

L-1592 — Diameter 16 in. ; length of lantern 30 in. ; com- 
plete length 50 in.; Dronze $158.00 

B-1592 — Same lantern on bracket in bronze $188.00 



L-1523 — Lantern 27x13 in.; length 40 in.; wired; bronze 
or verde green $110.00 

L-1532— Diameter 10 in.; length of lantern 20 in $93.75 

B-1532 — Same lantern on bracket; wired $93.75 

L-1576 — Diameter 16^4 in.; length of lantern 28 in. ; com- 
plete length 40 in.; rusty iron or verde green finish; 

wii cd __. $75.00 

B-1576 — Same lantern on bracket $90.00 
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F-4347 — 3 electric; spread 14 in.; length 36 in.; Swedish 

gran, and brass rivets; wired $30.00 

F-4347A — 5 electric; 4 electric ant. and inside; spread 16 

in.; length 40 in. $40.00 

B -2229— Backplate 4x12; finish to match fixture; wired_$87S 

B-2229A— 2 electric; wired _ $12.50 

B-2230A — 1 electric wired; backplate 4x12; finish to match 

fixture; brass knobs; wired $9.40 

B-2230— 2 electric; wired $13.75 

F-4348 — Hammered hood with small holes that light shine 

through $7.50 

F-4349— Diameter 9*/ 2 in.; 6 in. long; wired $7.50 



F«f3V-<) 
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lo. 458— Backplate 4^4x9 in.; polychrome 

finish; wired; 2 electric — $16.25 

Solid bronze 1875 

lb. 458A— 1 electric; wired _. $13.75 

Solid bronze 18.75 




No. B-566— Backplate 5x9; 2 electric wired; 

polychrome finish $18.75 

Solid bronze $21.25 

B-566A— 1 electric wired $12.50 

Solid bronze 17.50 




No. 468 — Backplate 5x9; polychrome finish; 

wired; 2 electric $17.50 

Solid bronze 20.00 

No. 468A— 1 electric $12.50 

Solid bronze ._ 17.50 



No. 457 — 2 electric; backplate 5x13^4 in.: 
extension V/i in.; spread S T A in.; wired; 

polychrome finish $18.75 

Solid bronze 22.50 

No. 457^—1 electric; same bracket $1375 

Solid bronze $1875 




No. 470— Backplate 14x5 in.; wired; 2 elec- 
tric ___$1875 

Solid Bronze $22.50 

470^—1 electric wired $1375 

Solid bronze 18.75 
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L-1600A— Length 40 in.; 6x8; crackled amber cylinder; 

wired . $27.50 

L-2009 — 36 in. overall ; lantern size 9x15 in. ; black or verde 

green finish; not wired $37.50 

Copper 45.00 

L-2009/1— Same only lantern size 10^x17^4 in $43.75 

Copper 52.00 

L-2009/2— Same only lantern size 12x24 in. $56.25 

Copper 70.00 



F-4003 — Lengt h of lan tern 19x11 in.; length 36 in.; wired 
for electric $43.75 

L-2005 — Lantern 9x5 in.; on bottom 3y 2 i n. ; le ngth 24 

in. „_- $18.75 

Solid copper, net extra -__ 2.00 

L-1502— Lantern 16x10x5*4 in.; length 30 in. _ $33.75 

B-1502— Same lantern on bracket $37.50 

Solid copper, net extra 3.00 
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No. F-4028— 16 inch Fitter. 

No. F-4029— 14 inch Fitter, y 4 full size. 

Colored Mica panel in band. 



L-2008— Lantern 20x10 in.; length 36 in.; 

not wired; verde green finish $28.75 

Solid copper 37.50 

B-2008— Some lantern on bracket 33.25 

Solid copper 43.75 

L-357 — Length 48 in.; lantern 12x24 in.; 

black and gold finish $125.00 

Same in bronze metal; wired », 150.00 

B-357— Same lantern on bracket $130.00 

Same in bronze metal; wired 175.00 

L-358 — Lantern 16x36 ; length 40 in. ; 6 elec- 
tric wired __$145.00 

Same lantern in bronze metal 182.50 

B-358— Same lantern on bracket $150.00 

Bronze metal 187.50 

F-4028 — With Phoenix Magnolia 16 in. glass 
dish; 2 electric wired _: $50.00 

F-4029—Same with 14 in. dish 43.75 
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B-2043 



R-2022 

B-2043 — 2 electric wired; with candle; bulbs not included; 
length from top of candle 30 in. ; antique polychrome 

finish $37.50 

B-2044— Same in 1 light $3375 

B-2022 — 2 electric wired; without bulbs; 24 in. long from 
top of candle; antique iron and rust and gold finish; 

$23.75 

In lots of six __ $21.25 

B-2023— 3 electric $31.25 

B-2032 — Extends 4 in. to center of light; gold cylinder; 
polychrome and rust finish; wired $22.50 
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B-2055 — Spread 12 in. ; backplate 6x18 in. ; length from top 

of candle 38 in.; wired; bronze finish $45.00 

Scale % full siz.e 

B-2024 — Spread 8 in.; length from top of candle 32 m. ; 
diameter of ring 10 in.; backplate 4x18 in.; bronze finish; 
wired $50.00 




B-2024 
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576 



577 



373— Length of baekplate 10 in.; A l / 2 in. wide; spread center 
to center 8 in.; extension to center 3^ in.; wired— $21.25 

574— Diameter of baekplate 7y 2 in.; extension to center 
5 in. ; wired $9.40 

575— Baekplate 14 in. long; 4 in. wide; wired; poly- 

c hr i° me u ? 15 -°0 

bond bronze __, $18 75 

576— Length to top of baekplate 18 in.; spread center to 
center Zy A in.; outside candle; wired $32.50 

577— Length of baekplate 14 in.; 4 in, wide; spread center 

to center 7y 2 in.; wired $18.75 

Solid bronze $22 50 

578— Same dimensions as No. 573; 1 electric wiredl— $15X)0 
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No, 398— Backplate 6x12 in. ; extension 4 in. ; spread 8 

in. $25.00 

367 A — Backplate 4x12 in. ; extension 4^4 in. $12.50 

367B— Backplate 4x12 ; extension 4 J / 2 in. to center $25.00 

332— Backplate 12x4^ in. ; extension SYz in. to center__$13.75 

397— Backplate 6x12 in.; extension 5^ in $16.25 

399— Backplate 12x4^ in.; extension S]/ 2 in $20.00 



330 — Backplate 17x4^ in.; extension 5^4 in. to center__$l^.UU 

331 — Backplate 18x4 in.; extension to outside 5 in $30.00 

493 — Backplate 7x12; spread to center 8 in.; extension to 

center V/ 2 in.; old gold finish; wired $18.75 

Same in bronze $22.50 

Brackets all wired, but without ball lamps. 
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L-I57Z 



L-1572— Lantern 12x28; length 40 in.; bronze finish or 
verde green and polychrome finish ; wired $150.00 



L-1553— Lantern 12x28 in.; length 40 in.; bronze or verde 

green and polychrome finish $110.00 

L-1553A— Lantern 19x9; wired $75,00 
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L-1537 — Lantern 16x8; 1 electric wired; 
hinged door on bottom $50.00 



562— Lantern 
ired 



9^4x12 in.; length 36 in.; 3 electric; 
$62.50 



LB-1564 — Backplate 20x4^2 in.; lantern 9x31; bronze or 
copper : *_$125.00 
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B-Z143— Length to top of candle 30 in.; spread to center 
9 in.; rusty iron or polychrome finish; wired $35.00 








F-4342 — Diameter against ceiling 15 in.; height 16 in. ; poly- 
chrome or rusty iron finish; 3 electric wired $60.00 




No. 100 — Write for Lamp and Novelty Catalogue No. 24. 
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564— Basket 6x5^ in.; length 36 in. ._ $40.00 
564— Basket 6x5^ in.; 3 electric wired. $42.50 
567— Polychrome finish or as wanted — $17.50 
566A— Spread 18 in.; wired; 5 electric__$37.50 
566N— Same, except 3 electric; spread 14 
in $25.00 



566B — Same fixture for drop light, same 
prices; specify number of lights. 

B -2224— Length to top of candle 26 in.; 

wired; rust and polychrome $26.00 

Swedish iron $30.00 
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4296 — Length 30 in. ; length of frame 17 in, ; wired ; rusly 

iron and polychrome $17.00 

Swedish iron $17.50 

4322 — Length 30 in.; spread 10 in.; rusty iron and poly- 
chrome ; wired $25.00 

Swedish iron $27.50 



L 1561C — Length 18 in.; diameter 9 in.; 3 electric 
wired $45.00 

Swedish iron 47.50 

L-1561D— 4 electric $47.50 

Swedish iron 50.00 

F-4064 — Diameter 9 in.; length 16 in.; complete length 

26 in.; wired $18.75 

Swedish iron 20.00 
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4276 — Bracket lantern; extension to center 
7 in.; lantern 16 in. long; 6 in. in dia- 
meter; glass included $33.75 

4307 — Same lantern on chain $33.75 

Lantern Nos. 5090, 5088, 5101. We can 
make them rust-proof if we Park-erize 
them, at an extra cost of 60 cents each 
net. 

5101 — Lantern Bracket; arm hollow; 4x6 
antique cylinder included; backplate 
11x5^ in.; black or verde finish; 
each $12.50 

5 101 A — Same as above on chain ,...$11.25 
Wired, extra 1.00 

5 10 ID — Lantern; cylinder size 6x8 in.; 
each $17.50 

5U01H — Same as above, on chain; lantern 
size cylinder 6x8 in.; each $16.25 

5088 — Lantern bracket; arm hollow; lan- 
tern 11x6^2 in.; backplate 7x4 J/2 in.; 
black or verde finish; each $12.50 

5 088 A — Same as above, on chain; 

each . . .$11.25 

Wired, extra 1.0Q 1 

5088D — Lantern; size 7x15 in.; each.. $17. 50 

5088H — Same as above on chain; lantern 

size 7x15 in.; each .-16.25 

Above lanterns in lots of one-half dozen 
one kind, 25c net cheaper each. 

5090 — Lantern bracket; arm hollow; lan- 
tern 12 in. long; SJ/ 2 in. in diameter; 
backplate 7x4 */ 2 ; not wired; black or 
verde finish; each $12.50 

5090A— Same as above on chain, each. $11.25 
Wired, extra i.oo 

5 090D-— Lantern size 16x7 in.; each. . .$17.50 

5090H — Same as above on chain; lantern 
size 16x7 in.; each $16.25 

Lantern not wired; we charge 40c net for 
wiring each lantern. 



5090A 



4276 




5101 



SWiA 
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L-1558 — Lenth 36 in.; lantern 13x6^ in.; wired; Swedish 

iron and brass figures $35.00 

B-1558— Same lantern on bracket $40.00 

L-1565— Length 36 in.; lantern length 14 in.; diameter 11 

in $62.50 

B- 1565— Same lantern on bracket $75.00 

L-1556— Length 36 in.; diameter 14 in. $70.00 

B-1556— Same lantern on bracket $77.50 

L-1568— Length 36 in.; lantern length 20 in.; cylinder 6x9 

in. ; diameter 10 in. $50.00 

B-1568— Same lantern on bracket — $60.00 





1/SG5 



L- 1557— Lantern, length 36 in.; overall length of lantern 

22 in. ; diameter 14 in ; across corners $62.50 

B-1557 — Same lantern on bracket 
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LB-1595 — Cylinder 5x7; lantern 18 in. long; spread 8 in.; 

rusty iron and polychrome finish $43.75 

Copper $58.75 

LB- 1600— Lantern 10x12; extension 12 in.; copper $70.00 

LB-1601 — Cylinder 5x7; extension to center 7 in.; lantern 

14 in. long; verde green or black $37.50 

Copper 50.00 

LB-1588A — Lantern 18x7; extension 12^ in.; black or 

verde green $37.50 

Copper 50.00 



Page 106 




Page 107 




Page 108 




L-240 — Length 36 in.; black or verde green; lantern 

6x12 $16.25 

B-340 — Same lantern on bracket $17.50 

L-343 — Lantern 18x6x12; verde green or black $25.00 

B-343 — Same lantern on bracket $27.50 

L 344— Length 22 in. ; verde green or black ; lantern 
554x11x12 $37.50 



B-344 — Same lantern on bracket $37.50 

L-345 — Length 30 in. ; black or verde green ; lantern 

8xl0x5/ 2 — -$22.50 

B-345 — Same lantern on bracket $26.25 

L-345 — Length 30 in. black or verde green ; lantern 

4/2x8x12 $18 7S 

B-346 — Same lantern on bracket $2125 
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■369— Hanging lantern; antique cylinder 7x9; length of 

lantern 18 in.; length with chain 30 in $35.00 

■369— Same lantern on bracket $45.00 

■369A— Same; 6x8 cylinder $31.25 

-369A— Same On bracket $41.25 

-326— Wall lantern, backplate 25x16; length 25 in.; dia- 
meter of lantern, 13 in.; extend from wall 8 in.; in 



iron $50.00 

Lantern in bronze $100.00 

B-327— Wall lantern; length 21 in.; diameted 9]/ 2 in.; ex- 
tend from wall 5 in.; iron $37.50 

Bronze 56.25 

All lanterns not wired; for wiring we charge for each 
socket, 40c net. 
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L-347— Length 30 in.;" cylinder 4x6; black or verde 

green $15.00 

B-347— Same lantern on bracket $16.25 

L-348— Length 30 in.; 4x6 cylinder; black or verde 

green $15.00 

B-348— Same lantern on bracket $16.25 

L-351— Length 24 in.; black or verde green; lantern 

5x8 „ $20.00 

B-351— Same lantern on bracket $21.25 



B-349— Bracket lantern; black or verde green; lantern 
12x8 $18.75 

L-349— Same lantern for ceiling, 30 in. long $16.25 

L-350— Length 30 in.; verde or black; lantern 5x11 $15.00 

B-350— Same lantern on bracket $15.00 

L-352— Length 30 in. ; 4x8 cylinder ; verde or black — $20.00 
B-352— Same lantern on bracket $20.0(1 

Lanterns including glass, not wired. For wiring, 40c 

net extra. 



^r 




V L- 1 596— Lantern 30 in. long; cylinder 5x7; black or verde *P 

r green or rusty iron $20.00 ^P* 

F-4338— Cylinder 4x6; spread 10 in.; length 40 in.; wired; 

rusty iron and polychrome finish $55.00 

-4338A — 4 electric ; wired $87.50 

-1574— Diameter of bottom 6 in.; height 10 in.; diameter 

of hood 10 in.; length 36 in.; rusty iron; wired $22.50 

■1549— Cylinder 8x3; lantern 18x14; verde green or black 
or rusty iron; wired $25.00 
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453 — Diameter 16 in. ; length 40 in. ; 3 electric wired ; old 
gold finish $75.00 

455 — Ball 6 l / 2 in. in diameter; length 26 in.; wired; old 
gold finish 1 $37.50 

455A — Length 48 in. ; ball 16 in. in diameter ; 3 electric 
wired; old gold or polychrome finish $106.25 



F-4350 — Diameter 12 in.; glass door in lan- 
tern ; wired 2 electric $25.00 

F-4350A — Diameter 14 in. ; glass door in 
lantern ; wired 2 electric ! $27.50 




F +3SO 
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53 — Length 36 in.; cylinder 6x8; polychrome finish; 

ired $20.00 

54 — Length 36 in. ; old english finish ; wired ; lantern 
•meter 10 in.; length 15 in. $37.50 

54 — Same lantern on bracket $40.00 



No. 3014 — Lantern copper ; scrolls wrought 
iron, ring 16 in. or as wanted; hgt., 
42 in $125.00 



L-355 — Length 36 in.; old English finish; lantern 24x12; 

wired $70.00 

B-355 — Same lantern on bracket $75.00 

L-356 — Length 36 in.; cylinder 6x8; polychrome finish; 

wired $20.00 
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LB-1605 — Cylinder 4x6; amber crackled; 
wired $25.00 





LpiLol* 



LB-1606— Crackled ambler cylinder 4x6; 
wired $16.25 



F4I7T- 5LT5- DROP F 4176 - 5 LT$. CAhDLE 

B-2136 — Two light candle; brass figure; Swedish iron or 

polychrome finish, if desired _$20,00 

If 5 brackets are ordered each one can be delivered with 
a different figure. 

F-4177 — Five lights, drop; brass figures; Swedish iron or 
polychrome finish, if desired; length 40 in $75.00 

F-4178 — Five lights; candle; brass figures; length 40 

in. - - $75.00 

Swedish iron, or polychrome finish if desired. 

B-2135 — One light candle; brass figure; Swedish iron or 

polychrome finish, if desired _$12.50 

Brackets can be delivered with 5 different figures if 5 

brackets are wanted. 

Any figures can be put in fixture and bracket 



fflGZ 
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5161— Two light bracket ; extension 3^ in. ; spread 7 in. ; 

enuine Swedish iron finish; wired; without bulbs $20,00 

U62— Length 40 in.; spread 18 in.; center to center of 
ghts; genuine Swedish iron finish; wired; without 
ulbs $62.50 



F-4163 — Five lights length 40 in.; spread 18 in.; center to 
center of lights; wired; without bulbs; 14 in. ring; 
genuine Swedish iron finish $62.50 

B-2161B — One light bracket; extension 4 in.; genuine 
Swedish iron finish; wired; without bulbs $15.00 
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No. 563— Length 40 in. ; diameter of basket 12x8 in. ; 4 

electric wired — 7 - f^?'?? 

563 B— Same fixture arranged as 562; lights outside — $t>Z.50 
560— Length 36 in. ; mica cylinder lantern ; 3x5 in. ; spread 
center to center $40.00 



561— Length 40 in. ; center to center of light 9^4 in $62.50 

561 A— Same fixture arranged as No. 562; lights down_$62.50 
562— Length 40 in.; diameter of basket 8j4x7 in. high; 4 
electric wired $62.50 
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555S — Fixture ; length 40 in. ; 4 electric ; spread center 
to center 12 in.; wired $75.00 

556S — Length 40 in.; spread center to center 9 in.; 

wired _ $62.50 

Patented July 28, 1925 

All our ship fixtures, brackets and floor stands were pa- 
tented July 28, 1925. 
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No, 400 — 5 electric; spread 19 in.; length 40 
in. ; bronze and polychrome finish ; wired ; 
without bulbs _$62.5G 



B-2233 — Length of bracket without candli 
28 in.; 3 electric wired $37 

B-2233 A— Same bracket; 2 electric wired 
$33 
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•2232— Length 20 in. ; finish as fixture_$20.00 
■2232A-1 electric $15.00 




-2079— One light candle bracket; back- 
plate 7x3*4 in. $8.75 

Two light candle bracket; backplate 
IxZYa in.; wired; without bulbs $15.00 



400A— 5 electric wired: bronze and poly- 
chrome finish; spread 19 in.; length 40 

in.; without bulbs $62.50 

Scale Va full size. 
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No. 411— Bronze and polychrome finish; 

No. 5 wired $37.50 

411^2 — Same with open bottom; with gold 

amber cylinder $37.50 

411^— Same; 6x8 cylinder $25.00 



F-4064B — Length 36 in. ; polychrome finish 

wired $L 
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No. 401 — 5 electric ; wired ; length 40 in. ; 

bronze and polychrome finisR $62.50 

401 -A — Same fixture for drop light $62.50 

B-2031 — 2 electric; wired; same finish as 

No. 401 $18.75 

B-2030 — 1 electric; wired; same finish as 

No. 401 $12.50 
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F-4020 — 5 electric; bronze and polychrome 
finish; No. 5 wired $21.25 

B-2053 — Bronze and polychrome finish 
No. 5; wired $5.00 

2054 — 2 electric; wired; bronze and poly- 
chrome finish No. 5 $7.50 
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B-2040— Wired ; same finish as No. 425_$14.50 
B-2041— 2 electric $16.00 



No. 459— Lantern; 10x18 in^; 
ength 36 in.; wired _$17.50 




B2235 



No. 425 — Beautiful dining room fixture; an- 
tique polychrome finish; 5 electric ; wired ; 

spread 17 in. $75.00 B-2235— 2 electric wired; polychrome fin- 

>425A— Same for drop light $75.00 ish __ $22.50 
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B-204QB — Wired; polychrome and bronze 
finish $5.75 
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B -2040 A — Wired; polychrome and bronze 

finish $7.50 
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No. 4213 — 5 electric wired; length 40 in.; 

polychrome finish ; lots of 6 $16.25 

Lots of 12 15.00 

F-4019 — 5 electric; bronze and polychrome; 
wired $17.00 
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484B— 2 electric; wired; finish No. 5 $7.50 
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485 — 1 electric ; wired ; bronze and poly- 
chrome finish No. 5 $5.00 



F-4021— 5 electric; bronze and polychrome 

finish No. 5; wired $21.25 

Scale }4 full size. 
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No 551— Length 40 in.; spread 18 in.; polychrome finish; 

wired _ $21.25 

5mA — 4 electric _$18.75 

551 B — 3 electric $16.25 

No. 552— Length 36 in.; polychrome finish; wired $12.50 

No. 553— Length 40 in.; polychrome finish; wired $21.25 

553A— Length 40 in. ; polychrome finish ; 4 electric $18.75 

553B— Length 40 in. ; polychrome finish ; 3 electric $16.25 

554—1 electric; length 36 in.; polychrome finish ; wircd_$13.75 

Above fixtures in lots of y 2 doz., 5% cheaper. 
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in. 



polychrome finish ; 

$21.25 

-$$1875 



No. 547— Length 40 in.; spread 18 

wired 

547 A — 4 electric 

547B— 3 electric -$1625 

No. 548— Length 36 in.; polychrome finish; wired $12.50 

549— Length 40 in.; polychrome finish; spread 18 in $21.25 

549A — 4 electric $18.75 

549B — 3 electric $1.6.25 

No. 550— Length 36 in.; wired $1375 



Above fixtures in lots of y 2 doz., 5% less. 
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F-4080 — Diamettr 6 in,; ivory or verde polychrome, 

wi red . $3.25 

No. 581 — 2 electri; wired; spread center to center 12 in.; 

polychrome or ivory finish $10.00 

F-4343— Diameter 6/ 2 in.; height 3^4 in.; Swedish iron 

or ivory finish; wired $4.50 



rw<o& 



F-4241 — 2 electric wired; polychrome or ivory finis! 
F-4314 — Diameter 6^4 in.; diameter of ornament 

Swedish iron or ivory finish; wired 

p_4068— Diameter 6 in. ; diameter of ornament plate 

wired; Swedish iron or ivory finish 
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4— Diameter of ornament 9 in.; base 6 in.; height 

in.; wired $8.25 

!— Length 8 in.; diameter 7 in.; Swedish iron; 

ed $18.00 

—Length 4 in.; diameter 8 in.; Swedish iron; 
ed $13.25 



F-4091B— Diameter 6 in.; height V/z in.; wired ___,, 
No. 580— Diameter 8 in.; length Sy 2 in.; ivor^ 

wired __ __ __. .... 

No. 580A — 3 electric wired — 

No, 583 — 3 electric wired; old ivory finish 
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Metric wired height 
f candle 72 in.; 

6nish $67.50 

and Novelty 




A-62B — Height 26 in.; Swedish or rusty iron 

Write for Andiron and Lamp Catalogue 
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B-2039 — 3 electric wired; rusty iron and 
polychrome finish; scale J4 full size — $32.50 
2 electric wired $28.00 



F-4064 A— -Length 36 in. polychrome finish; 
wired; scale *4 full size $22.50 
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1.-160013 — Length 20 in.; crackled amber 
glass; black or verde green $1375 




B-2029— 4 electric; antique polychrome; wired; length 

36 in. or as wanted ; spread 12 in. $50.00 

B-2029A— 3 electric; spread 7 in; length 36 in $35.00 

B-2029B— 2 electric ; the upper 2 lights only $25.00 

Scale % full size. 



No. B-1003 

No. B-1003— Backplate 7x4^; extension to 

center 5 in. ; lantern 5^x9 $15.00 

For wiring with keyless socket, extra 40c 

net. 

Black or verde green finish. 
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B-2128— Bracket flat against wall; straight in back; and 
half round in front; bronze finish; wired $3125 

461— Length 18 in.; extension to center 3 in.; wired; poly- 
chrome finish ■— . $22.50 

463 — Length without candle 23 in. ; extension to center 3% 
in. ; spread center to center 10^4 in. $37.50 



• '62— Extension to outside 9 : /> i n - i backplate 6x8 in.— $32 
464— Extension to center 3^ in.; backplate 4x8^4 in.— fl 
465 — Length \7 l / 2 in.; extension to center 5 in.; wired 

including shade $3? 

Brackets all wired with candles; no bulbs included. 
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361 366 364 

360— Extension to center 5 in.; spread 6^4 in.; complete 
wired and candle; without ball lamps; backplate; 8x11 
in. r $20.00 

361— Extension to center 5 in.; spread 7^2 in.; complete 
wired and candle without ball lamps ; backplate 3^4x9 
in. $16 25 

362— Extension to center 4*4 i n - ; spread 7 T / 2 in. ; complete 
wired and candle; without ball lamps; backplate 4x11 
in. $10.00 

363— Extension to center 4^2 in.; spread 7 l / 2 in; complete 
wired and candle; without ball lamps; backplate 4 T />x9 
in. $10.00 



368 362 365 

364— Extension to center 4y 2 in. ; spread 7 l / 2 in. ; complete 
wired and candle ; without ball lamps ; backplate 6x8 
in. $10.00 

365— Extension to center 4 l / 2 in.; wired; backplate 4^4x9 
in. r $10.00 

366 — Extension to center 4y 2 in. * wired ; backplate 4^x9 
in. _ $10.00 

367 — Extension to center &/ 2 in. ; complete wired and 
candle; without ball lamps; backplate 4x12 in $20.00 

368 — Extension to center 4 l / 2 in.; wired; backplate 4x11 

in. ^10.00 

Polychrome finish or other finishes if desired. 

All brackets wired and candle included, but no bulbs. 
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—Length 30 in.; spread 10 in.; Swedish iron finish; 

1; 2 electric $27.50 

\— Length 40 in.; 4 electric wired $37,50 

—Extension 4 in.; spread 6 in.; brass over canopy; 
lish iron and brass; wired _$22.50 



B-2231A— 1 electric $17.50 

F-4351 — 6 electric; spread 20 in.; length 40 in.; brass 

ornament over band $100.00 

5 electric; 17 in. spread $87.50 
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B-2238— 3 Electric Bracket; wired; fii 
same as fixture : 

F-43S1B— Hall Fixture; 3 electric; arran 
as Bracket B-2238 with scrolls arov 
about as on F-4351 ; wired, 36 in, long^ 



No. 18PRb— neignt to top 
32 in. ; each -$7.50 

Write for Novelty and Lamp 
Catalogue No. 24. 



F-4351— Fixture; 10 electric fixture, 40 in. 
long; whole length 60 in.; with chain in 
center; wired; bronze finish or ->s 
wanted; diam. 16 in. $187.50 

F-4351 A— Fixture, 20 in. long; whole length 
with chain 40 in. long; diam. 15 in.; 
6 electric wired $95.00 





L- 1573— Cylinder 6x8 in.; length 36 
verde green and polychrome or rust 
polychrome 



